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TO AMEMBASSY WELLINGTON 
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E.O. 11652: N/A 

TAGS: BENC, NZ 

SUBJECT: MAJOR PROJECT: THERMAL POWER PLANT IN AUCKLAND 
AREA 

REF: WELLINGTON A-137, NOVEMBER 11, 1976 

1 . MAJOR PROJECTS DIVISION USDOC IS MOST INTERESTED IN 
PARAGRAPH IN PROPOSED ARTICLE FOR "COMMERCE AMERICA" 
WHICH DEALS WITH THE PLANS OF THE ELECTRICITY DEPARTMENT 
TO BUILD A 1400 MW THERMAL POWER PLANT. WOULD APPRECIATE 
EMBASSY PROVIDING ADDITIONAL DETAILS SO THAT MEPD MAY 
NOTIFY U.S. INDUSTRY OF THIS PROJECT. WHAT IS STATUS, 

WHO ARE COMPETITORS, AND WHO ARE CONTACTS AT ELECTRICITY 
DEPARTMENT AND WHAT WOULD BE THE FULL ADDRESS. 

2. YOUR ASSISTANCE THIS MATTER MOST APPRECIATED. 
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Document Source: CORE 

Document Unique ID: 00 

Drafter: OED/MEPD/JPHILBRICK/LW 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760471-1059 
From: STATE 
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